PLATE   XLI    THE  ANATOMY   OF  THE   BRAIN

In   1664   Thomas   Willis   of Oxford   published   his   Cerebri

A?iatomei  illustrated   by   (Sir)   Christopher   Wren,   and   the

above  represents the  arrangement of  blood-vessels  known

as " the circle of Willis "  (page 200)

Descartes regarded the human body as a machine controlled
by the soul, which was located in the pineal gland, marked
H in the above figure from his book De Homine (page 177)